Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Text 

CONFIDENTIAL 

PAGE 01 ABIDJA 12384 271707Z 
ACTION OC-06 

INFO OCT-01 CCO-OO ISO-OO /007 W 

017091 271725Z/47 

R271516Z DEC 77 
FM AMEMBASSY ABIDJAN 
TO AMEMBASSY ACCRA 
SECSTATE WASHDC 6705 

CONFIDENTIAL ABIDJAN 12384 

FOR: RCO FROM RSO; DEPT FOR OC/S 

E.O. 11652: XGDS-2 EXEMPTED 
TAGS: ASEC 

SUBJ: TEMPEST/EMSEC HAZARDS OF OFFICE EQUIPMENT 

REF: (A) ACCRA 9519 

(B) ACCRA 8036 

(C) A- 18 

1 . REQUESTED REPORT NOW BEING PREPARED AND WILL BE FORWARDED 
BY MID-JANUARY. 

2. PARTIAL ANSWER TO SECTION D AND F OF REF C: 

D-LAST MONTH, GSO, ABIDJAN, ORDERED 25 SELECTRIC II, MODEL 875, 

TO BE EQUIPPED WITH INERTIAL MOTOR MODIFICATIONS. ORDER WAS BASED 
ON TYPEWRITER SURVEY BY RSO. 

F- DELIVERY EXPECTED IN FEBRUARY. 

3. REGRET DELAY IN MEETING ORIGINAL DUE DATE. 

STEARNS 

CONFIDENTIAL 
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